Fifty-eighth Volume : 1979 


THE 


SCOTTISH 
HISTORICAL 
REVIEW 


Editors: Donald J. Withrington and Geoffrey W. S. Barrow 


The Aberdeen University Press Ltd for 
The Company of Scottish History Ltd 


i 
‘ 
4 
> 
= 
£ 
: 


The Company of Scottish History Limited 


Directors: Dr T. I. Rae (chairman) 
Professor R. H. Campbell 
Dr I. B. Cowan 
Dr I. M. M. MacPhail 
Dr J. M. Munro 
Mr W. D. H. Sellar 


Secretary: Dr Iain Hutchison 


© The Company of Scottish History Limited 1979 


Printed in Great Britain at 
Aberdeen University Press 


Fifty-eighth Volume: Numbers 165-166 


Contents 


ARTICLES AND NOTES 


1 The disputed historical horizon of the Pictish king-lists 
Molly Miller 
105 The use of money in Scotland, 1124-1230 
William W. Scott 
35 The Treaty of Perth: a re-examination 
Richard I. Lustig 
132 Clanship, kinship and the Campbell acquisition of Islay 
Edward Cowan 
175 An unpublished letter of Thomas Hamilton, earl of Melrose 
Maurice Lee, jr. 
58 Jacobitism in the Scottish Commission of the Peace, 1707-1760 
Elizabeth K. Carmichael 
158 Godolphin, the Whig Junto and the Scots: a new Lords’ 
division list from 1709 
Clyve Jones 
70 William Weir and the origins of the ‘Manchester League’ in 
Scotland, 1838-39 
Kenneth F. Cameron 
179 U.S. Consular reports: a source for Scottish economic historians 
T. C. Smout 
186 A list of articles on Scottish history published during the year 
1978 
T. I. Rae 


REVIEWS 
192 Mackie, Science and Society in Prehistoric Britain 

92 Bannerman, Studies in the History of Dalriada 

g2_ Finlay, Celtic Art: an introduction 

92 Norton-Taylor, The Celts 

93 Hay, Annalists and Historians 

94 Smyth, Scandinavian Kings in the British Isles 
193 Cowley, The Monastic Order in South Wales 1066-1349 


194 Palsson and Edwards (trans.), Orkneyinga Saga: the history of 
the earls of Orkney 


» 
bi 


Somerville, Pope Alexander III and the Council of Tours (1163) 
Griffiths (ed.), Boroughs of Medieval Wales 


Hurstfield and Haley (eds.), Historical Association Book of the 
Tudors and Stuarts 


Larner, Lee and McLachlan (compilers}, A Source Book of 
Scottish Witchcraft 


McCusker, Money and Exchange in Europe and America, 1600-1775 
Flinn, Scottish Population History 

Cullen and Smout (eds.), Comparative Aspects of Scottish and Irish 
Economics and Social History, 1660-1900 

Reed and Pottle (eds.), Boswell, Laird of Auchinleck, 1778-82 
von Tunzelmann, Steam Power and Industrialization to 1860 
Gray, Labour Aristocracy in Victorian Edinburgh 

Second Report of Commissioners: Truck System (Shetland) 

Pugh, Electoral Reform in Peace and War, 1906-18 


Camplin, The Rise of the Plutocrats: wealth and power in 
Edwardian England 


Thomas, The Finance of British Industry, 1918-76 


196 
104 
| 103 
197 | 
200 
D 98 
200 
202 
204 
101 
x 206 
205 
2007 
MI 
— q 


= —- = 
3 


